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SOUTH  WEST  SALOP  UNITED  DISTRICTS 

24  St.  John’s  Hill, 

Shrewsbury. 


To  the  Mayor  of  Bishop’s  Castle,  Chairmen  and  Members  of  Councils 
of  the  United  South  West  Districts  of  Shropshire. 

Your  Worship,  Ladies  and  Gentlemen, 

I  have  the  honour  to  present  the  report  on  the  health  of  your  various  districts  for  the  year 
ending  31st  December,  1961. 

The  mid-year  population  of  the  United  Districts  has  been  estimated  to  be  35,1 10,  a  decrease 
of  830  over  the  corresponding  figure  for  the  year  ending  31st  December,  1960.  In  Bishop’s 
Castle  there  has  been  a  decrease  of  20  ;  in  Church  Stretton  a  decrease  of  100  ;  in  the  Rural 
District  of  Atcham  an  increase  of  30,  and  in  the  Rural  District  of  Clun  a  decrease  of  740. 

There  has  been  an  increase  in  the  incidence  of  Notifiable  Diseases  during  the  year,  due  to 
Measles  and  a  few  more  cases  of  Scarlet  Fever.  There  was  a  decrease  in  the  number  of  cases  of 
Tuberculosis,  both  pulmonary  and  non-pulmonary,  notified,  but  as  the  total  numbers  notified 
now  are  relatively  small,  the  variation  is  not  of  any  special  significance. 

In  Bishop’s  Castle  the  enlargement  and  improvement  of  the  Sewage  Disposal  Works,  which 
commenced  in  March,  1960,  was  completed  early  in  1961,  and  by  February  all  units  were  in  use. 

Perhaps  the  most  important  undertaking  which  received  the  Council’s  consideration  during 
the  year  was  the  scheme  for  the  provision  of  grouped  dwelUngs  for  old  people.  The  completed 
scheme  and  tender  were  forwarded  to  the  Ministry  for  approval  in  October,  1961,  and  it  is  hoped 
that  the  work  will  commence  in  1962. 

In  the  Urban  District  of  Church  Stretton  the  Surveying  and  Public  Health  Services  have 
continued  during  1961  to  be  provided  and  operated  by  the  Rural  District  of  Ludlow. 

The  water  supply  position  in  the  Urban  District  is  now  good  except  for  inherent  difficulties 
arising  out  of  a  number  of  properties  in  the  district  being  sited  at  a  high  level  and  suffering  from 
lack  of  pressure  at  times. 

The  sewerage  of  the  District  will  be  made  satisfactory  on  the  completion  of  the  new  scheme, 
which  has  received  Ministerial  approval. 

In  the  Rural  District  of  Atcham  the  provision  of  adequate  water  supplies  has  exercised  the 
Council  now  for  many  years,  and  with  the  completion  of  the  schemes  listed  in  the  report,  all 
the  more  populous  areas  will  be  well  supplied  with  potable  water.  As  parts  of  the  district  receive 
improved  water  supplies,  the  necessity  for  sewerage  schemes  becomes  apparent,  and  the  Council 
have  considered  schemes  for  sewering  portions  of  the  District  where  appropriate.  Schemes 
under  consideration  are  briefly  described  on  page  21. 

The  building  of  Council  houses  in  order  to  allow  the  Council  to  proceed  with  slum  clearance 
has  been  seriously  affected  by  the  high  interest  on  loans,  but  the  Council  have  found  it  possible 
to  proceed  with  the  building  of  single  and  two-bedroom  flats,  and  no  less  than  64  single  bedroom 
and  8  two-bedroom  flats  were  completed  during  the  year,  bringing  the  total  of  single  bedroom 
flats  occupied  up  to  1 32.  These  flats  have  proved  exceedingly  popular  with  elderly  people,  some 
of  whom,  had  it  not  been  for  the  provision  of  these  flats,  would  have  had  to  be  admitted  to 
Welfare  accommodation,  as  they  could  not  have  continued  to  live  independent  lives  in  the 
sub-standard  properties  from  which  so  many  have  been  rehoused.  In  addition,  schemes  for  the 
provision  of  grouped  dwellings  for  old  people  are  under  way  at  Cross  Houses  and  Bayston  Hill. 
These  dwellings  should  be  finished  and  occupied  in  1962. 
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In  the  Rural  District  of  Clun,  water  has  been  a  serious  problem  for  many  years.  It  would 
seem  that  whilst  there  is  water  in  various  parts  of  the  District,  so  little  of  it  is  good  enough  in 
quality  or  adequate  in  quantity  to  be  useful,  and  comprehensive  schemes  for  the  provision  of 
adequate  supphes  of  pure  water  in  this  sparsely  populated  rural  area  are  unavoidably  expensive. 
The  District  Council  have,  however,  completed  one  such  scheme  to  supply  the  Snailbeach  area, 
and  a  second  scheme  for  the  supply  of  Chirbury,  Marton  and  Bent  Lont  is  proceeding  and  will 
supersede  several  of  the  unsatisfactory  local  supplies  listed  in  the  report.  The  Council  are  also 
considering  a  third  scheme  to  supply  the  south-east  area  of  the  District,  which  is  particularly 
badly  off  for  water,  and  this  will  supersede  the  unsatisfactory  local  supply  at  Clunbury. 

Several  sewerage  schemes  are  urgently  required,  and  negotiations  are  proceeding  in  regard 
to  those  at  Clun,  Bucknell  and  Bedstone.  Further  details  of  these  proposals  are  given  on  page  33. 

The  scheme  for  the  provision  of  grouped  dwellings  with  which  the  Council  are  most  anxious 
to  proceed  is  dependent  upon  the  Clun  Sewerage  Scheme.  It  is  hoped  that  when  the  sewerage 
scheme  is  approved  and  work  is  commenced,  that  the  scheme  for  the  grouped  dweUings  will  also 
proceed  pari  passu  with  the  scheme  for  re-sewering  the  town.  The  provision  of  the  grouped 
dwellings  will  satisfy  a  very  real  need  in  Clun. 

Many  of  the  statistics  are  taken  from  the  Annual  Report  of  the  County  Medical  Officer  of 
Health,  but  are  published  in  this  report,  as  they  must  be  of  considerable  local  interest.  I  should 
like  to  express  my  thanks  to  the  County  Medical  Officer  for  their  use,  and  also  my  thanks  and 
appreciation  to  the  Surveyors  and  Pubhc  Health  Inspectors  of  the  Districts  for  their  reports 
on  the  sanitary  circumstances  of  their  districts,  which  form  Section  C  of  this  report,  and  in 
particular  this  year  for  all  the  extra  work  involved  in  giving  fuller  accounts  of  water  and  sewerage 
schemes,  and  also  for  their  help  and  assistance  with  the  work,  which  is  always  so  willingly  given. 

In  connection  with  the  report  on  the  environmental  sections  of  the  work  in  Church  Stretton, 
I  must  thank  Mr.  Shaw,  of  Ludlow  Rural  District  the  Surveyor,  and  Mr.  Banks  and  Mr.  Cowell, 
who  have  undertaken  most  of  the  Public  Health  work  in  Church  Stretton  during  the  year. 

I  have  the  honour  to  be 

Your  obedient  servant, 

WILLIAM  HALL. 
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SECTION  A 


VITAL  STATISTICS 


England  and  Wales 

17.4 
18.7 

21.4 

15.5 
32.2 
12.0 


Birth  Rate 
Stillbirth  Rate 
Infant  Mortality  Rate 
Neonatal  Mortality  Rate 
Perinatal  MortaUty  Rate 
Death  Rate 


County  of  Salop 

18.10  (standardised) 

21.36 

22.11 
15.90 

34.36 

11.66  (standardised) 


SOUTH  WEST  SALOP  UNITED  DISTRICTS 


Bishop’s 

Castie 

M.B. 

Church 

Stretton 

U.D. 

Atcham 

R.D. 

Clun 

R.D. 

Area  (in  acres  inclusive  of  water) 

1,867 

6,198 

134,490 

132,512 

Rateable  Value  (at  1st  April,  1961)  . 

£13,933 

£37,299 

£203,870 

£47,332 

Estimated  Product  of  Id.  Rate  (at  1st  April, 

1961.  . 

£54 

£153 

£815 

£176 

Number  of  Inhabited  Houses  ... 

432 

975 

6,997 

3,098 

Estimated  Population  (Mid-1961)  . 

1,220 

2,700 

22,680 

8,510 

Births 

Live  Births:  Legitimate  . 

14 

41 

338 

163 

Illegitimate  . 

2 

1 

19 

13 

Total  ...  . 

16 

42 

357 

176 

Illegitimate  Live  Births  as  %  of  Total 

Live  Births 

12.5% 

2.4% 

5.3% 

7.4% 

Live  Birth  Rate  per  1,000  population — 

Crude  . 

13.11 

15.56 

15.75 

20.68 

Standardised  . 

14.81 

17.23 

17.17 

23.78 

Still  Births:  Legitimate  ...  . 

— 

1 

8 

2 

Illegitimate  . 

— 

— 

1 

1 

Total . 

— 

1 

9 

3 

Still  Birth  Rate  per  1,000  total  births 

— 

23.26 

24.59 

16.76 

Total  Live  and  Still  Births  . 

16 

43 

366 

179 

Infant  Deaths 

Deaths  of  Infants  Under  1  Year — 

Total 

3 

- - - 

8 

2 

Rate  per  1,000  live  births 

187.5 

• - - 

22.41 

11.36 

Legitimate  . 

1 

- - 

8 

2 

Rate  per  1,000  legitimate  births 

71.43 

— 

23.67 

12.27 

Illegitimate 

2 

— ■ 

— 

— 

Rate  per  1,000  illegitimate  births 

- - 

— 

- - 

- - 

Deaths  Under  4  Weeks 

2 

— 

6 

1 

Neo-Natal  Mortality  Rate  per  1,000  live 

births 

125 

- - 

16.81 

5.68 

Deaths  Under  One  Week  . 

2 

6 

1 

Early  Neo-Natal  Mortality  Rate  per 

1,000  live  births  ... 

125 

— 

16.81 

5.68 

Perinatal  Mortality  Rate  (deaths  under 
one  week  and  stillbirths  per  1,000  live  and 

stillbirths) .  . 

125  j 

40.98 

22.34 
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Bishop’s 

Castle 

M.B. 

Church 

Stretton 

U.D. 

Atcham 

R.D. 

Clun 

R.D. 

Maternal  Mortality 

Deaths  (including  abortion)  ... 

— 

— 

2 

— 

Rate  per  1,000  li\e  and  still  births  ... 

5.46 

Deaths 

T  OTAL  Deaths  from  all  causes ... 

34 

41 

238 

96 

Death  Rate  per  1,000  population — 

Crude 

27.94 

15.19 

10.49 

11.57 

Standardised 

9.78 

9.27 

10.39 

10.88 

South  West  Salop  United  Districts; 

Total  estimated  population  ... 

Total  area  in  acres  . 

Number  of  inhabited  houses 
Total  Rateable  Value 
Estimated  product  of  Id.  rate 


35,110 

275,067 

11,502 

£302,434 

£1,198 


The  total  number  of  the  population  in  the  four  Districts  as  at  the  30th  June,  1961,  is  estimated 
by  the  Registrar-General  as  being  35,110  This  figure  is  830  below  the  figure  given  for  1960 

The  following  are  the  estimates  of  the  population  for  each  of  the  Districts  in  1961,  and  the 
figures  for  the  years  1959  and  1960  are  also  given.  It  will  be  seen  that  there  is  a  small  increase  in 
the  figures  given  for  Atcham  R  D  as  compared  with  the  figures  for  1960,  but  in  the  remaining 
districts  the  population  has  decreased 


District  : 

Atcham  R  D. 

Bishop’s  Castle  M.B. 
Church  Stretton  U.D. 
Clun  R.D . 


Estimated  Population 

Increase 

or 

1959 

1960 

1961 

Decrease 

22,440 

22,650 

22,680 

+  30 

1,250 

1,240 

1,220 

—  20 

2,790 

2,800 

2,700 

—100 

9,220 

9,250 

8,510 

—740 

35,700 

35,940 

35,110 

—830 
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SECTION  B 


PERSONAL  HEALTH  SERVICES 

These  Services  are  provided  by  the  County  Council  under  the  authority  of  the  National 
Health  Services  Act,  1946. 

Care  of  Mothers  and  Young  Children 

(a)  Child  Welfare  Centres 

Stone  House,  Bishop’s  Castle . 2nd  and  4th  Fridays 

Silvester  Horne  Institute,  Church  Stretton  ...  1st  and  3rd  Thursdays 
Pubhc  Hall,  Pontesbury  .  2nd  and  4th  Tuesdays 


Attendances  at  these  Welfare  Centres  during  1961  were  as  follows: — 


Welfare  Centre 

Made  first  Attendance 
when  under  1  year 

Total  Cases 

Total  Attendances 

Bishop’s  Castle 

26 

58 

333 

Church  Stretton 

57 

141 

682 

Pontesbury 

51 

122 

634 

(b)  Birth  Control  Clinics 

The  County  Council  hold  a  Birth  Control  CUnic  at  the  Wellington  Welfare  Centre  from  2-4 
p.m.  on  the  third  Wednesday  in  February,  April,  June,  September  and  November. 

On  4th  July,  1960,  the  Shrewsbury  and  District  Branch  of  the  Family  Planning  Association 
opened  a  chnic  in  the  County  Council’s  Welfare  Centre  at  Murivance,  Shrewsbury,  and  this 
clinic  functions  from  1.30  p.m.  to  3.30  p.m.  on  Mondays  (Bank  Hohdays  excepted). 


(c)  Care  OF  Unmarried  Mothers  and  Illegitimate  Children 

Moral  Welfare  Workers  employed  by  the  Hereford  and  Lichfield  Diocesan  Associations 
(to  whom  the  County  Council  pay  annual  grants  of  £400  and  £800  respectively)  cover  the  District, 
being  based  in  Ludlow  and  Shrewsbury  as  follows  : — 

Miss  G.  Leshe,  17  Steventon  New  Road,  Ludlow  (Ludlow  257). 

Mrs.  C.  V.  Jones,  6  School  Chambers,  School  Gardens,  Shrewsbury  (Shrewsbury  4900). 

The  County  Council  also  gives  substantial  grants  to  two  Mother  and  Baby  Homes  affiUated 
to  the  Lichfield  Diocese,  but  within  the  County,  to  which  cases  from  any  County  District  may 
be  admitted. 

The  County  Council  also  has  a  contractual  arrangement  with  Herefordshire  for  the  admission 
of  cases  to  the  Hereford  Mother  and  Baby  Home. 
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{d)  Distribution  of  Welfare  Foods 

There  are  twenty-three  distribution  points  in  the  area  from  which  supplies  of  National  Welfare 
Foods  (National  Dried  Milk,  Orange  Juice,  Cod  Liver  Oil  and  Vitamin  A  and  D  tablets)  can 
be  obtained.  These  points  have  been  set  up  at  a  variety  of  places,  including  Child  Welfare  Centres, 
Post  Offices,  local  shops  and  private  houses. 

There  are  fourteen  such  points  in  the  Atcham  Rural  District,  five  in  the  Clun  Rural  District, 
two  in  Church  Stretton  Urban  District,  and  two  in  the  Borough  of  Bishop’s  Castle. 


Midwifery 

The  County  Council  employ  a  total  of  17  midwives  in  the  District.  Throughout  the  whole 
area  they  undertake  district  nursing  as  well  as  midwifery  duties. 

The  following  table  gives  details  of  the  midwifery  work  carried  out  by  these  midwives 
during  1961: — 


Nursing 

District 

Total 

Confinements 

Total 

Domiciliary 

Visits 

Attendance  on  Discharged 
Institutional  Cases 

Cases 

Visits 

Alberbury 

9 

191 

18 

74 

Atcham 

33 

799 

14 

55 

♦Bishop’s  Castle 

18 

446 

6 

44 

Bomere  Heath 

14 

346 

8 

34 

Chirbury 

4 

83 

9 

37 

Church  Stretton 

24 

659 

22 

76 

Clun 

15 

399 

1 

8 

Dorrington 

15 

367 

9 

34 

♦Kinnerley 

14 

308 

10 

42 

Longden 

16 

476 

11 

32 

Pontesbury 

16 

436 

13 

52 

Stiperstones 

11 

214 

22 

62 

♦Sundorne 

18 

397 

17 

53 

♦Westbury 

20 

504 

8 

25 

♦Wrockwardine 

17 

468 

20 

60 

Nurse  is  also  a  qualified  Health  Visitor. 


The  Nursing  Districts,  comprising  groups  of  Parishes,  do  not  conform  to  the  boundary  of 
the  Combined  Districts  and  the  figures  given  above  therefore  will  include  many  cases  from  out¬ 
side  this  District.  (This  also  applies  to  the  figures  given  for  Home  Nursing). 


Health  Visiting 

Five  full-time  Health  Visitors  are  employed  by  the  County  Council  in  the  combined  Districts 
in  addition  to  those  five  nurses  who  are  qualified  Health  Visitors  and  undertake  this  work  in 
a  part-time  capacity  (see  table  above). 
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Home  Nursing 

As  stated  above,  the  midwives  employed  by  the  County  Council  in  the  Combined  Districts 
undertake  the  home  nursing  duties. 


Cases  attended  and  visits  made  during  1961  were  as  follows: — 


Nursing  District 

Home 

Nursing  Cases 

Visits 

Alberbury 

98 

1,392 

Atcham 

78 

3,071 

Bishop’s  Castle 

55 

1,581 

Bomere  Heath 

68 

1,017 

Chirbury 

20 

509 

Church  Stretton 

369 

5,787 

Clun 

125 

2,214 

Dorrington 

100 

1,261 

Kinnerley 

64 

816 

Longden 

45 

795 

Pontesbury 

63 

1,871 

Stiperstones 

18 

278 

Sundorne 

54 

1,110 

Westbury 

49 

1,077 

Wrockwardine 

34 

825 

Ambulance  Service 

The  Central  Ambulance  Depot  is  at  Abbey  Foregate,  Shrewsbury,  and  the  telephone  number 
is  Shrewsbury  6331.  There  is  a  subsidiary  station  at  Bishop’s  Castle,  in  the  South  West  Salop 
area.  At  the  end  of  the  year  1961  there  were  13  ambulances  at  Shrewsbury,  3  dual  purpose 
vehicles,  and  4  cars  for  sitting  cases.  At  Bishop’s  Castle  there  was  one  ambulance. 

During  the  year  1961  the  following  journeys  were  made  by  the  Bishop’s  Castle  ambulance, 
and  the  number  of  miles  is  also  given,  together  with  the  number  of  patients  carried. 

Journeys  Patients  Miles 
Bishop’s  Castle  .  ...  ...  72  225  3,641 


Vaccination  and  Immunisation 

Protection  is  offered,  in  particular  to  pre-school  children,  school  children,  and  in  special 
circumstances  to  others,  against  Smallpox,  Whooping  Cough,  Diphtheria,  Tetanus  and  Polio¬ 
myelitis,  and  to  children  of  thirteen-years  and  over  against  Tuberculosis. 

The  immunisation  procedure  is  carried  out  in  many  cases  by  General  Medical  Practitioners, 
and  by  School  Medical  Officers  in  Clinics  and  Schools. 

The  following  tables  give  the  numbers  of  children  who  have  availed  themselves  of  the  facilities 
offered. 
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Vaccination  against  Poliomyelitis 


1st  and  2nd  injections 


Atcham 

Bishop’s 

Church 

Clun 

R. 

Castle 

Stretton 

R. 

County  Council  Medical  Officers 

530 

112 

92 

121 

General  Practitioners 

718 

21 

3 

188 

Totals 

1,248 

133 

95 

309 

3rd  injections 


Atcham 

Bishop’s 

Church 

Clun 

R. 

Castle 

Stretton 

R. 

County  Council  Medical  Officers 

391 

71 

76 

148 

General  Practitioners 

677 

7 

— 

175  j 

Totals 

1,068 

78 

76 

323 

4th  injections 


Atcham 

R. 

Bishop’s 

Castle 

Church 

Stretton 

Clun 

R. 

County  Council  Medical  Officers 

1,339 

94 

143 

451 

General  Practitioners 

351 

3 

3 

79 

Totals 

1,690 

97 

146 

530 

Primary  Immunisation  against  Tetanus 


Atcham 

R. 

Bishop’s 

Castle 

Church 

Stretton 

Clun 

R. 

County  Council  Medical  Officers 

7 

— 

6 

— 

General  Practitioners 

246 

16 

18 

67 

Totals 

253 

16 

24 

67 

11 


Primary  Immunisation  against  Diphtheria 


Atcham 

R. 

Bishop’s 

Castle 

Church 

Stretton 

Clun 

R. 

County  Council  Medical  Officers 

51 

2 

1 

10 

General  Practitioners 

262 

15 

26 

99 

Totals 

313 

17 

27 

109 

Re-Immunisations  against  Diphtheria 


Atcham 

R. 

Bishop’s 

Castle 

Church 

Stretton 

Clun 

R. 

County  Council  Medical  Officers 

66 

8 

15 

21 

General  Practitioners 

172 

12 

10 

35 

Totals 

238 

20 

25 

56 

Primary  Immunisation  against  Whooping  Cough 


Atcham 

Bishop’s 

Church 

Clun 

R. 

Castle 

Stretton 

R. 

County  Council  Medical  Officers 

47 

— 

4 

2 

General  Practitioners 

225 

26 

92 

Totals 

272 

15 

30 

94 

Primary  and  Re-Vaccination  against  Smallpox 


Atcham 

Bishop’s 

Church 

Clun 

R. 

Castle 

Stretton 

R. 

County  Council  Medical  Officers 

24 

— 

2 

3 

General  Practitioners 

228 

22 

39 

91 

Totals 

252 

22 

41 

94 

12 


B.C.G.  Vaccination 


School 

Consent 

Forms 

given 

out 

Refusals 

No.  of 
Consents 
Presen¬ 
ted 

No.  of 
Children 
Skin 
tested 

Skin  Test 
Readings 

No. 

Vac- 

cinated 

Positive 

Negative 

Bedstone 

37 

5 

32 

31 

5 

26 

26 

Bishop’s  Castle  High 

92 

9 

83 

72 

7 

59 

59 

Acton  Burnell 

13 

- - 

13 

13 

3 

10 

10 

Church  Stretton  Modern 

132 

2 

130 

119 

20 

94 

93 

Condover  Hall 

18 

— 

18 

18 

2 

16 

16 

Condover  C.E. 

35 

2 

33 

32 

4 

27 

27 

Pontesbury  Modern 

85 

2 

83 

75 

12 

62 

62 

Rowton  Castle 

16 

— 

16 

16 

2 

14 

14 

Albrighton  Hall 

8 

— 

8 

8 

4 

4 

3 

Prevention  of  Illness,  Care  and  After-Care 

(o)  All  home  nurses  and  midwives  hold  a  small  supply  of  minor  articles  of  nursing  equipment 
such  as  hot  water  bottles,  air  rings,  bed  pans  and  feeding  cups  for  loan  to  patients  being  nursed 
at  home. 

(b)  The  treatment  of  Tuberculosis  falls  to  Regional  Hospital  Boards  to  provide  in  the  way 
of  Sanatoria  and  Chest  CUnics,  but  the  preventive  and  after-care  side  of  the  work  is  shared  between 
the  Hospital  Boards  and  Local  Health  Authorities.  The  County  Council  for  their  share  provide 
open-air  Shelters  where  required.  They  also  join  with  Regional  Boards  in  making  from  time  to 
time  local  arrangements  for  Mass  Miniature  Radiography  Surveys,  and  through  their  Health 
Visitors  undertake  a  considerable  amount  of  follow-up  work  with  patients.  Extra  nourishment 
may  in  necessitous  cases  be  provided. 

(c)  Arrangements  are  made  under  this  section  for  the  convalescence  of  persons  not  requiring 
special  medical  or  nursing  care. 

(d)  Through  their  Mental  Welfare  Officers  and  Health  Visitors,  the  County  Council  are 
responsible  for  the  supervision  in  their  own  homes  of  mentally  handicapped  persons  and  also 
for  helping  general  medical  practitioners  to  secure  hospital  treatment  for  those  persons  who 
become  mentally  unbalanced. 


Domestic  Help 

This  area  is  for  the  most  part  served  from  three  Home  Help  Offices.  The  Shrewsbury  Office, 
which  is  open  from  Monday  to  Friday,  deals  with  the  majority  of  the  cases  in  the  Atcham  Rural 
District.  There  is  an  office  in  Church  Stretton,  open  on  Monday  mornings  and  Thursday  after¬ 
noons,  whilst  the  cases  in  the  Clun  Rural  District  are  served  from  the  Ludlow  Home  Help  Office, 
which  is  open  on  Monday,  Wednesday  and  Friday  afternoons.  A  few  cases  on  the  eastern  borders 
of  the  Atcham  Rural  District  may  fall  to  be  dealt  with  by  either  the  Wellington  or  the  Bridgnorth 
Home  Help  Offices. 
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The  table  below  gives  particulars  of  the  cases  provided  with  help  from  the  offices  named 
during  the  year  ended  31st  December,  1961. — 


Home  Help  OflRce 

1 

'ype  of  Case 

Totals 

Aged  and 
Chronic  Sick 

Maternity 

Temporary 

Illness 

Tuberculosis 

Other 

Shrewsbury 

248 

82 

38 

6 

3 

377 

Church  Stretton 

14 

7 

1 

1 

- - - 

23 

Ludlow 

60 

3 

7 

— 

— 

70 

Totals 

322 

92 

46 

7 

3 

470 

The  majority  of  cases  dealt  with  by  the  Shrewsbury  office  were  resident  in  the  Borough. 
Hospital  Service 

Complementary  to  the  Health  Services  provided  by  the  County  Council  under  the  provisions 
of  Part  III  of  the  National  Health  Service  Act,  1946,  Hospital  and  Specialist  Services  are  provided 
by  the  Birmingham  Regional  Hospital  Board  under  the  provisions  of  Part  II  of  the  Act. 

The  United  Districts  are  reasonably  well  supplied  with  hospitals  under  the  Nos.  15  and  16 
Hospital  Management  Committees,  and  by  Consultants  based  on  the  principal  hospitals  but  who 
hold  Specialist  Clinics  at  many  of  the  smaller  hospitals  in  the  area. 

For  the  diagnosis  and  treatment  of  Tuberculosis,  Chest  Clinics  are  held  at  Copthorne  Hos¬ 
pital,  Shrewsbury,  and  at  Wellington,  whilst  for  patients  from  the  south  of  the  Districts,  a  Chest 
Clinic  is  held  on  the  third  Tuesday  in  each  month  at  1 1  a.m.  at  the  Child  Welfare  Centre,  CUfton- 
ville,  Dinham,  Ludlow.  Although  this  chnic  is  provided  by  the  Regional  Hospital  Board,  it  is, 
for  convenience,  held  at  the  County  Council’s  Centre. 

Mass  Miniature  Radiography  Surveys  are  undertaken  from  time  to  time  by  the  Wolver¬ 
hampton  Mass  Radiography  Unit,  but  no  such  pubhc  surveys  were  undertaken  within  the  area 
of  the  United  Districts  during  the  current  year. 

Venereal  Diseases  Clinic 

This  Clinic  is  held  at  1  Belmont,  Shrewsbury,  and  is  provided  by  the  Shrewsbury  Group 
Hospital  Management  Committee  as  part  of  the  hospital  and  specialist  services.  The  Medical 
Officers  in  charge  are  Dr.  J.  P.  G.  Rogerson  and  Dr.  E.  M.  McCarter.  The  Clinic  also  serves 
the  neighbouring  Counties  of  Montgomeryshire  and  Radnorshire. 

The  times  of  sessions  at  the  Venereal  Diseases  Chnic  are  now  as  follows: — 

Males:  Tuesdays  and  Fridays .  6-8  p.m. 

Females:  Mondays .  3.30-5.30  p.m. 

Thursdays  .  ...  .  5-7  p.m. 


Laboratory  Facilities 

The  Public  Health  Laboratory  at  the  Royal  Salop  Infirmary  is  extensively  used  for  the 
bacteriological  examination  of  water,  milk  and  ice  cream. 

Chemical  analyses  of  water  samples  and  sewage  effluents  are  made  by  the  Pubhc  Analyst 
at  Chester. 

Good  laboratory  facilities  are  very  necessary  to  the  work  of  the  Health  Department,  and  I 
should  like  to  express  my  thanks  to  Dr.  A.  C.  Jones,  of  the  Shrewsbury  Laboratory,  and  his  staff 
for  their  assistance,  in  particular  perhaps  for  their  invaluable  advice  when  some  bacteriological 
or  epidemiological  problem  arises. 
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SECTION  C 

ENVIRONMENTAL  HEALTH  SERVICES 

This  part  of  the  Report  deals  with  water  supphes,  sewage  disposal,  public  cleansing,  rodent 
control,  and  the  inspection  of  Factories  and  Workshops  and  Housing  and  Food  Inspection. 
Particulars  of  these  matters  have  been  supphed  by  the  Pubhc  Health  Inspectors  and  the  Surveyors 
in  the  Districts,  and  I  would  hke  to  thank  them  for  the  help  they  have  given. 

BOROUGH  OF  BISHOP’S  CASTLE 

Water  Supply 

There  are  approximately  380  houses  connected  direct  to  the  Council’s  mains,  approximately 
40  are  served  by  standpipes,  9  have  water  from  private  mains  direct  to  house,  and  3  have  water 
from  a  spring. 

The  supply  to  the  greater  part  of  the  Borough  is  from  a  deep  borehole  via  a  service  reservoir 
situated  at  a  high  point  above  the  town.  This  water  is  highly  satisfactory  bacteriologically,  and 
any  samples  failing  the  test  are  ones  taken  for  a  specific  purpose,  e.g.  a  sample  taken  after  work 
on  the  mains  has  been  completed.  The  water  is,  however,  quite  hard  and  this  is  giving  rise  to 
scale  formation  in  hot  water  systems.  Some  remedial  action  would  seem  to  be  advisable  in  this 
respect.  Even  at  the  driest  times  of  the  year,  the  levels  of  water  in  the  borehole,  both  rest  and 
pumping,  are  not  materially  altered  :  there  being  more  than  adequate  water  available.  Chlorina¬ 
tion  is  effected  by  injecting  up  to  1  pt./mill  chlorine  at  the  borehole  to  deal  with  any  possible 
contamination  entering  the  system  between  the  source  and  the  householder’s  tap. 

Some  18  houses  situated  above  the  level  of  the  service  reservoir  referred  to  above  (together 
with  another  10  houses  in  the  neighbouring  Authority’s  District)  are  still  supplied  with  untreated 
Upland  Surface  water  from  the  town’s  old  supply.  This  water  issues  from  shallow  springs  and 
travels  along  an  open  watercourse  before  it  is  collected,  hence  contamination  usually  occurs. 
This  collection  area  is  situated  in  very  wild  country  well  away  from  roads  or  electricity  supplies, 
and  any  form  of  treatment  and  attendance  is  difficult  to  operate.  The  Council  are  negotiating 
with  their  Consulting  Engineer  to  carry  out  a  scheme  whereby  the  borehole  water  is  pumped 
back  to  these  properties,  and  the  upland  water  collection  will  then  be  abandoned.  Meanwhile 
the  occupiers  of  the  houses  concerned  are  being  encouraged  to  fit  bacteriological  filters  to  their 
service  pipes,  and  several  have  had  this  done. 

Bacterial  Samples  taken  ; 

Old  Supply  :  Satisfactory 

Unsatisfactory 

Borehole  Supply  :  Satisfactory 

Unsatisfactory 

Chemical  Sample  : 

Borehole  Supply  :  Appearance 
Odour 
pH 

Total  solids 
Ng  as  free  NHg 

Nj  as  albuminoid  NH3 .  0.01  pts./mill. 

Ng  as  Nitrates  .  0.5  pts./mill. 

Ng  as  Nitrites  .  Nil 

Chlorides  as  Cl .  18  pts./mill. 


2 

11 

45 

8 


Clear  and  colourless 
Slightly  chlorinous 
7.2 

361  pts./mill. 

0.00  pts./mill. 
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©2  absorbed  4  hrs.  at  27°  C. 

Total  hardness  . 

Temporary  hardness 
Permanent  hardness 

Alkahnity  . 

Free  Clg . 

Poisonous  metals . 

Potassium  as  K . 

Anionic  synthetic  detergents 
Manganese  as  Mn 


0.32  pts./mill. 
257  pts./miU. 
198  pts./mill. 

59  pts./mill. 
198  pts./mill. 

0.09  pts./mill. 
Nil 

1.1  pts./mill. 
Nil 
Nil 


Sewage  Disposal 

The  enlargement  and  modernisation  programme  for  the  disposal  works  has  been  completed 
and  brought  into  operation.  The  work  carried  out  has  been  highly  satisfactory,  and  the  effluent 
now  passed  into  the  river  is  very  good  indeed. 

All  the  houses  that  can  be  connected  to  the  existing  sewerage  system  are  so  served,  and  the 
few  without  satisfactory  means  of  disposal  are  very  isolated  cottages  which  will  be  dealt  with 
as  demolition  properties  in  the  near  future.  Revised  figures  indicate  : — 


Connected  to  L  A.  disposal  works 
Private  plants  or  septic  tanks 

Pails,  etc . 

Without  satisfactory  means  of  disposal 


366  houses 
40  „ 

24  „ 

6  „ 


Refuse  Collection  and  Disposal 

It  is  very  pleasing  to  report  that  the  Council  have  now  purchased  a  proper  refuse  collection 
vehicle  and  carry  out  this  duty  weekly  by  direct  labour. 

The  two  tips  are  still  used  for  crude  tipping,  but  no  nuisances  exist  and  no  complaints  have 
been  received. 


Rodent  Control 

Again  it  has  to  be  reported  that  only  two  complaints  were  received  during  the  year,  and  these 


were  treated  by  the  Public  Health  Inspector.  Although  it  may  be  a  bold  statement,  it  can  be  said 

at  this  time  that  the  District  is  free  from  rodents. 

Inspections  and  Visits 

Housing  . 

.  95 

Factories . 

.  3 

Drainage  . 

.  18 

Watercourses  . 

.  4 

Water  supply . 

.  32 

Food  stores  . 

.  6 

Water  distribution 

.  186 

Tips  . 

.  39 

Water  samples . 

.  66 

Improvement  Grants  ... 

.  19 

Market 

.  51 

Petroleum  stores 

.  9 

Public  conveniences  . . . 

.  247 

Rodent  control . 

.  5 

Sewage  works . 

.  104 

Caravans . 

.  2 

Work  in  progress 

.  131 

Slaughterhouses . 

.  95 

Interviews  . 

.  60 
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Housing 


Number  of  inhabited  houses  . 432 

Number  of  Council  houses  .  80 

Number  of  houses  completed  in  1961  : 

Council  . Nil 

Private .  2 

Improvement  Grants  : 

AppUed  for  .  4 

Granted  .  4 

Applicants  on  Housing  List,  31st  December,  1961  27 

Houses  demolished . Nil 

Houses  closed  . Nil 

Houses  made  fit  .  10 

Certificates  of  disrepair  : 

AppUed  for  .  Nil 

Granted  .  Nil 


Market 

The  cattle  market,  now  being  up  to  full  modern  standard,  continues  to  function  satisfactorily. 
The  Council  have  taken  over  the  cleansing  of  the  premises  from  the  lessee,  and  this  has  proved 
to  be  far  more  satisfactory. 


Old  People’s  Dwellings  Group  Scheme 

Extended  negotiations  took  place  during  the  year  for  the  provision  of  18  bungalows  and  a 
Community  Centre,  and  a  final  tender  was  received  and,  at  the  end  of  the  year,  was  in  the  hands 
of  the  Ministry  awaiting  approval  prior  to  a  start  being  made.  The  modifications  in  the  standard 
designs  and  the  inclusion  of  special  amenity  items  for  the  old  people  make  the  project  specially 
interesting  to  all  concerned. 


Moveable  DwelUngs 

There  is  no  licensed  caravan  site  in  the  Borough,  but  occasional  travellers  are  welcomed 
at  the  Auction  Yard  for  a  stay  of  up  to  three  nights.  The  site  is  provided  with  a  water  supply, 
pubUc  conveniences,  and  refuse  storage  facilities. 


Foof  Inspection 

There  is  only  one  slaughterhouse  situated  in  the  Borough,  and  plans  are  being  prepared  to 
rebuild  this  to  comply  with  the  requirements  of  the  new  Regulations.  The  quality  of  the  meat 
examined  could  not  have  been  higher,  and  this  District  must  be  very  fortunate  indeed  to  have 
such  a  high  and  continuous  standard  of  meat  available. 

Animals  Examined  : 

Oxen,  96  ;  Sheep,  581  ;  Pigs,  178 
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Food  Condemned  : 


Pig’s  lungs . 

...  1  lb. 

Pneumonia 

Sheep’s  carcase 

...  271b. 

Road  casualty 

Sheep’s  Uver 

...  31b. 

Cirrhosis 

Ox  liver  . 

...  181b. 

Abscesses 

Leg  lamb  . 

...  51b. 

Injury 

Lamb  race  ... 

...  3  1b. 

Echinococcus  vetrinorum 

Pig’s  fry  . 

...  51b. 

Pleurisy  and  peritonitis 

Side  beef  . 

...  301b. 

Bruising 

Pig’s  lungs . 

...  21b. 

Pneumonia 

Sheep’s  heart  and  lungs 

...  21b. 

Pericarditis  and  pleurisy 

Tinned  fruit . 

...  151b. 

Blown 

Tinned  meat 

...  51b. 

10  oz. 

Blown 

Tinned  coffee 

12  oz. 

Decomposed 

Shoulder  pork 

101b. 

9  oz. 

Blown 

Boiled  ham . 

...  141b. 

5  oz. 

Decomposed 

Ice  Cream 

There  are  eight  premises  registered  for  the  sale  of  ice  cream,  and  they  all  retail  pre-packed 
cartons. 


Food  Hygiene 

One  can  only  repeat  the  comments  of  previous  years  concerning  this  heading.  In  this  small 
town  hygiene  and  especially  personal  hygiene  is  a  prerequisite  to  successful  trading,  and  the 
absence  of  rush  and  hurry  in  these  type  of  premises  allows  more  time  to  be  devoted  to  careful 
handling  of  food  and  cleansing  of  equipment. 


G.  E.  Fletcher, 
Public  Health  Inspector. 
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CHURCH  STRETTON  URBAN  DISTRICT  COUNCIL 


Water  Supplies 

During  the  year  work  has  been  completed  satisfactorily  on  the  new  water  scheme  connecting 
the  mains  of  All  Stretton  with  Church  Stretton. 

The  water  supply  of  the  area  in  several  parts  of  the  area  has  proved  reasonably  satisfactory 
during  the  year  in  both  quality  and  quantity.  Raw  water  samples  are  not  taken,  but  of  the  25 
samples  taken  of  the  water  going  into  supply,  17  have  proved  entirely  satisfactory  and  8  unsatis¬ 
factory.  They  have  proved  unsatisfactory  because  there  has  been  a  low  faecal  cohform  count 
in  the  samples  taken. 

The  water  supply  by  the  Undertaking  is  not  plumbo  solvent,  and  the  only  precautions  that 
have  been  taken  when  unsatisfactory  samples  have  been  received  is  flushing  out  of  the  mains 
and  increasing  the  chlorine  dose.  The  number  of  houses  supplied  from  the  Undertaking  is 
now  990. 

Sewerage  and  Sewage  Disposal  Scheme 

The  existing  sewage  disposal  works  is  quite  out-dated  and  unsatisfactory,  and  a  scheme  for  a 
new  sewage  disposal  works  has  been  prepared  by  the  Council’s  Consulting  Engineers.  Approval 
of  this  scheme  has  been  received  from  the  Ministry  of  Housing  and  Local  Government,  and  also 
the  authority  to  ask  for  tenders. 

E.  Shaw, 

Engineer  and  Surveyor. 


Refuse  Collection  and  Disposal 

Collection  is  now  carried  out  weekly  throughout  the  district,  with  some  business  premises 
having  a  more  frequent  collection. 

Disposal  is  carried  out  by  means  of  tipping  at  Minton  Lane,  Little  Stretton,  on  a  site  adjacent 
to  the  sewage  works. 

During  the  year  a  new  refuse  vehicle  has  been  put  into  operation,  and  the  use  of  the  old 
vehicle  has  been  discontinued.  The  new  vehicle  is  a  Dennis  Tippax. 

Rodent  Control 

A  rodent  operative  visits  the  district  for  one  week  every  two  months  and  carries  out  such 
treatments  as  are  required,  and  carries  out  survey  work.  His  services  are  available  at  other  times 
when  urgently  required.  During  the  year  240  properties  were  inspected  and  9  treatments  carried 
out. 


Public  Health  Inspector’s  Visits 

Water  Supply .  189 

Drainage  .  105 

Housing  .  183 

Refuse  Collection/Disposal .  56 

Moveable  Dwellings .  , .  13 

Factories  .  5 

Rodent  Control  .  7 

Infectious  Diseases  .  14 

Food  Premises  .  21 


19 


Food  Inspection 

There  are  three  butchers  in  the  district  who  all  receive  their  meat  from  slaughtering  premises 
outside  the  district.  There  are  no  slaughterhouses  in  the  district. 


The  following  canned  foods  were  found  to  be  unfit  for  human  consumption. 


Fruit 
Soup 
Milk 
Fish 

Vegetables 
Meat 

There  are  four  registered  distributors  of  milk  in  the  district 


86 

20 

25 

17 

155 

51 


tins 


Housing  Statistics 

Number  of  inhabited  houses  . 

969 

Number  of  Council  houses  ... 

Number  of  houses  completed  during  year  : 

161 

(1)  By  District  Council  . 

Nil 

(2)  By  Private  Enterprise  . 

Number  of  Improvement  Grants  applied  for  : 

15 

Discretionary  ...  ...  . 

3 

Standard 

2 

Number  of  applications  for  Council  houses  at  31/12/1961 

57 

Number  of  houses  closed  during  year  . 

1 

Number  of  houses  demolished  during  year  . 

4 

G.  S.  Banks, 
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ATCHAM  RURAL  DISTRICT  COUNCIL 


West  Atcham  Water  Supply 

Extensions  of  water  mains  at  Pontesford  Hill  were  completed  during  the  year. 

A  small  booster  plant  was  brought  into  operation  at  Lyth  Hill  which  eliminated  complaints 
of  intermittent  lack  of  water  pressure.  As  an  emergency  measure,  a  rising  main  was  provided 
between  Condover  Pumping  Station  and  Lyth  Hill  in  order  to  pump  water  from  Condover  borehole 
into  the  West  Atcham  Supply  System.  The  peak  demands  on  this  latter  system  are  beyond  the 
capacity  of  the  pumping  plant.  The  emergency  measure  proved  effective. 

Pimhill  Supply 

Tenders  were  invited  for  extensions  to  the  water  mains  of  this  supply  system  involving  the 
laying  of  23  miles  of  water  mains  and  the  construction  of  two  reservoirs. 

A  connection  to  water  mains  in  Wem  R.D.  was  installed  at  Hadnall  to  give  a  bulk  supply  to 
that  Authority. 


Picklescote  Supply 

The  contract  for  construction  of  a  new  reservoir  and  laying  of  2^  miles  of  water  mains  was 
executed  during  the  year. 

East  Atcham  Supply 

The  contract  for  laying  20  miles  of  water  main  and  extension  of  the  pumping  station  at 
Condover  and  electrification  of  Berrywood  pumping  station  was  completed. 

Approval  was  received  from  the  Ministry,  and  tenders  invited  for  constructing  water  mains  at 

(1)  Cressage  to  Eaton  Constantine. 

(2)  Coundmoor. 

Approval  received  from  the  Ministry  and  preparation  made  for  inviting  tenders  for  con¬ 
structing  water  mains  at 

(1)  Stapleton,  Dorrington  and  Ryton. 

(2)  Cressage  to  Sheinton. 

(3)  Venus  Bank,  Cound. 

A  proposal  for  constructing  a  reservoir  at  Charlton  Hill  and  for  providing  7  miles  of  water 
main  in  connection  therewith  was  submitted  to  the  Ministry  and  approval  received  with  per¬ 
mission  to  call  for  tenders. 


Alberbury  Supply 

A  scheme  for  developing  further  the  source  of  water  supply  at  Alberbury  was  prepared  in 
detail,  and  was  ready  for  submission  to  the  Ministry  at  the  end  of  the  year.  This  scheme  includes 
new  pumping  plant  and  a  new  rising  main  from  Alberbury  to  the  low  level  reservoir  at  Ford. 


Properties  Supplied 


Keys  to  Standpipes 
Domestic  Connections 
Metered  Supplies  ... 
The  average  daily  output  from  the 
800,000  gallons. 


Total  No.  oj 
Properties  Served 

.  508 

.  3,375 

.  1,003 

Council’s  main  sources  of  supply  for  the  year  1961  was 
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Sewerage 

The  contract  for  the  provision  of  setvers  in  Bayston  Hill  and  Upper  Pulley  was  completed. 

Approval  to  the  scheme  for  providing  sewers  at  Bomere  Heath  was  received  from  the  Ministry 
and  the  necessary  details  for  inviting  tenders  were  prepared. 

Tenders  for  constructing  a  new  sewage  disposal  plant  at  Pontesbury  were  called  for,  and 
approval  received  from  the  Ministry  to  proceed  and  good  progress  made  on  the  contract. 

Work  on  the  construction  of  a  sewage  disposal  plant  at  Lea  Cross  was  completed  during 
the  year. 

A  local  investgation  was  held  into  the  proposal  for  providing  sewers  in  the  Minsterley  area 
by  the  Ministry. 

Details  of  a  scheme  to  provide  sewers  in  Longden,  Annscroft  and  Hook-a-gate  were  sub¬ 
mitted  to  the  Ministry. 

Negotiations  commenced  between  the  Borough  of  Shrewsbury,  Wem  R.D.C.  and  Atcham 
R.D.C.  for  the  provision  of  a  joint  sewerage  scheme  for  Hadnall  (in  Wem  R.D.)  and  Battlefield 
(in  Atcham  R.D.),  the  sewage  from  both  these  villages  to  discharge  into  sewers  in  the  Borough 
of  Shrewsbury. 

Refuse  Collection 

At  the  beginning  of  the  year  three  vehicles  were  in  use  for  this  fortnightly  service — one 
12/20  cu.  yd.  “  Compressmore,”  one  12/14  cu.  yd.  “  Dual  Tip,”  and  one  15  cu.  yd.  side-loading 
“  Derby  ”  type.  During  the  year  the  latter  vehicle  became  due  for  renewal,  and  was  replaced 
by  an  18  cu.  yd.  Dennis  “  Paxit  ”  rear  loading  lorry.  This  means  that  the  Council’s  collecton 
service  now  utilises  three  modern  rear-loading  vehicles,  all  of  which  utilise  the  principle  of 
compression  to  reduce  the  bulk  of  refuse  and  permit  greater  quantities  to  be  collected  between 
tipping.  In  addition,  the  older  “  Derby  ”  side-loader  was  retained  for  emergency  purposes,  and 
for  use  when  the  principal  vehicles  are  being  services  or  repaired — this  arrangement  has  been 
most  satisfactory. 

Eight  men  were  employed  on  the  service  during  the  year,  the  same  number  as  six  years  ago, 
despite  the  very  appreciable  increase  in  population  and  the  number  of  houses.  A  total  of  53,309 
miles  was  travelled  by  the  four  lorries  during  the  year,  and  1,133  loads  of  refuse,  representing 
over  5,000  tons,  was  collected.  It  was  found  necessary  to  work  considerable  overtime  to  maintain 
a  complete  service,  and  this  was  aggravated  by  the  introduction  of  the  42-hour  week.  It  seems 
that  an  increase  in  the  collection  staff  is  inevitable  whilst  the  present  trend  continues. 

The  Council’s  vehicle  depot  at  Hanwood  was  brought  into  use  at  the  end  of  the  year,  and 
for  the  first  time  all  the  Council’s  refuse  vehicles  were  under  one  roof 

The  mechanic  storekeeper  had  not  been  selected  by  the  end  of  the  year,  but  Mr.  D.  Price 
was  appointed  early  in  1962,  and  it  was  hoped  that  after  another  twelve  months,  the  benefits  of 
his  regular  maintenance  work  on  the  vehicles  will  be  apparent. 

The  Council’s  dustbin  hiring  scheme  continues  to  progress  steadily,  and  by  the  end  of  the 
year  over  1,900  bins  had  been  issued  since  the  inception  of  the  scheme,  an  increase  of  some 
300  during  1961. 

Tipping  continued  to  cause  some  concern,  mainly  due  to  the  distance  travelled  to  and  from 
the  tips,  the  principal  one  of  which  is  at  Old  Woods.  However,  during  the  year,  negotiations  were 
commenced  for  the  lease  of  a  very  large  central  tip  at  Weeping  Cross,  and  it  is  anticipated  that 
this  will  be  brought  into  use  during  1962. 

Rodent  Control 

The  Council’s  Rodent  Control  Scheme  continued  to  operate  satisfactorily  during  the  year, 
mainly  on  a  contract  basis  with  owners  or  occupiers  of  infested  properties. 
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Summary  of  premises  treated  during  the  year  : — 

Private  properties  . 

.  108 

Agricultural  properties  . 

.  69 

Business  properties,  etc . 

.  30 

Council’s  tips  and  sewerage  systems 

.  17 

Once  again  Mr.  Aston  is  to  be  commended  on  the  efficient  manner  in  which  he  has  carried 
out  his  duties  as  Rodent  Operator. 


Sampling  of  Water 

The  number  of  visits  made  in  connection  with  water  supplies  was  459. 

A  total  of  347  samples  of  water  were  obtained  from  various  supplies  for  bacteriological 
examination.  Of  these,  1 53  were  from  various  Council’s  main  supphes,  and  the  remainder  from 
private  supplies. 

The  results  of  the  samples  obtained  from  mains  supphes  are  as  follows  : — 


East  Atcham  Supply  . 

Satisfactory 

33 

Unsatisfactory 

29 

West  Atcham  Supply  . 

29 

9 

Condover  Supply  . 

22 

18 

Pimhill  Supply  . 

4 

0 

Picklescote  Supply . 

2 

2 

Emergency  Water  Tanks  . 

4 

1 

The  large  number  of  unsatisfactory  samples  arises  from  the  testing  of  new  mains  extensions 
before  they  are  cleared  for  public  use. 

A  large  proportion  of  the  194  samples  from  private  supphes  were  obtained  in  connection  with 
applications  for  Improvement  Grants. 

Seven  samples  of  water  were  obtained  for  full  chemical  examination,  of  which  six  were  from 
Council’s  main  supphes. 


Slum  Clearance 

The  Slum  Clearance  programme  continued  to  make  satisfactory  progress,  although  the 
need  for  two  and  three-bedroom  houses  imposes  considerable  restraint. 

A  total  of  53  unfit  houses  were  considered  by  the  Council,  and  upon  consideration  of  these, 
the  Council  made  demolition  orders  on  21  houses,  closing  orders  on  16  houses,  and  accepted 
undertakings  in  respect  of  13  houses.  Proposals  to  modernise  the  remaining  3  houses*  were 
submitted  to  and  accepted  by  the  Council. 

In  addition,  the  owner  of  a  block  of  9  cottages  at  Bayston  Hill  withdrew  his  proposals  to 
modernise,  and  demohtion  orders  were  made  on  the  cottages. 

Due  to  the  shortage  of  houses  for  re-housing  purposes,  it  has  been  found  expedient  to  deal 
with  sub-standard  cottages  as  they  became  vacant  ;  usually  this  means  when  the  occupier  has 
been  re-housed  by  the  Council.  However,  the  Council  are  sometimes  placed  in  the  invidious 
position  of  having  to  give  an  opinion  on  the  “  estimated  future  life  ”  of  cottages  which  become 
vacant,  and  are  offered  for  sale — the  purchaser’s  Solicitors  normally  ask  this  question  when 
they  make  an  official  Search,  and  the  procedure  has,  on  occasions,  led  to  protests  by  the  owners 
when  the  opinion  of  the  Council’s  Officers  has  become  known. 
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Re-Housing  during  1961 

During  the  year  a  total  of  124  families  have  been  re-housed,  and  these  are  made  up  as 


follows  : — 

Number  of  overcrowded  families  re-housed  .  4 

Number  of  famiUes  re-housed  from  sub-standard  houses. . .  30 

Number  of  families  re-housed  from  hutments  .  6 

Number  of  famihes  re-housed  in  hutments  .  2 

Number  of  re-arranged  tenancies  in  houses  .  27 

Number  of  re-arranged  tenancies  in  hutments  .  3 

Other  famihes  re-housed  in  houses  (ex-waiting  list)  ...  52 


Total  .  124 


Apphcations  for  Council  houses  remain  constant,  and  there  is  a  very  gratifying  demand  for 
the  single-bedroom  dwellings,  which  have  proved  extremely  popular.  The  two  blocks  of  two- 
bedroom  maisonettes  at  Cross  Houses  have  met  a  very  urgent  need  and  appear  to  be  most 
successful  ;  it  is  hoped  that  further  accommodation  of  this  type  will  become  available  in  increasing 
quantities. 

The  demand  for  houses  in  the  more  populous  villages  is  very  noticeable  and  is  due,  of  course, 
to  several  factors  mainly  the  availability  of  services  such  as  shops  and  regular  ’buses  to  and  from 
town  and  the  decreasing  opportunities  for  employment  in  the  more  remote  rural  areas. 

There  are  many  three-bedroomed  Council  houses  throughout  the  district  which  are  under¬ 
occupied — a  few  of  them  seriously  so — but  there  is  an  understandable  reluctance  on  the  part 
of  tenants  to  leave  the  homes  which  they  have  occupied  for  several,  may  be  many,  years,  and  all 
our  persuasive  efforts  to  date  have  not  met  a  great  deal  of  success. 

One  problem  which  confronts  the  Department  regularly,  if  not  frequently,  is  the  accommoda¬ 
tion  of  families  evicted  from  their  homes,  and  these  are  predominantly  agricultural  workers.  In 
some  cases,  these  are  people  who  habitually  move  from  farm  to  farm,  but  occasionally  an  urgent 
application  of  merit  is  received  from  the  tenant  of  a  tied  cottage,  obliged  to  give  up  his  employ¬ 
ment  on  genuine  medical  grounds.  Very  severe  hardship  and  anxiety  can  be  suffered  in  these 
cases,  particularly  since  recently  the  Council  has  not  been  building  the  larger  type  of  accommoda¬ 
tion  which  this  type  of  family  usually  requires. 

The  position  on  the  Airfield  Sites  has  shown  some  improvement  during  the  year,  as  can  be 
seen  from  the  figures  which  follow,  but  there  are  still  several  families  on  these  sites  whose  records, 
both  of  rental  and  living  conditions,  would  seem  to  preclude  their  being  re-housed  on  normal 
housing  estates  ;  furthermore,  I  feel  that  this  type  of  family  have  no  desire  to  leave  the  Airfield 
Sites. 

Number  of  hutments  closed  in  1961  : — 

At  Atcham  Airfield  .  9 

At  Grafton  Airfield  ...  ...  ...  ...  ...  4 

Hutments  in  occupation  at  31/12/61  : — 

At  Atcham  Airfield  .  29 

At  Grafton  Airfield  .  17 

Housing  Statistics 

Number  of  inhabited  houses  .  6,997 

Number  of  permanent  Council  houses .  1 ,034 

Number  of  houses  completed  in  1961  : — 

Council  Houses  .  64 

Private  Houses  ...  ...  .  •••  174 
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Number  of  Houses  under  construction  at  31/12/61  : 


Total  applications  for  Council  Houses  at  31/12/61 


Number  of  Houses  demolished  . . . 
Number  of  unfit  Houses  closed  ... 
Number  of  unfit  Houses  made  fit 


Council  Houses 
Private  Houses 


94 

150 

15 

32 

38 

417 


Housing  Management 

The  total  number  of  the  Council’s  houses  and  dwelhngs  has,  once  more,  begun  to  increase 
peiceptibly,  after  the  cessation  in  building  resulting  from  the  credit  squeeze  in  1956. 

The  total  number  of  occupied  Council  dwelhngs  is  now  1,034,  and  this  means  that  a  con¬ 
siderable  labour  force  is  required  for  maintenance  duties,  and  in  fact  a  total  of  1,575  instructions 
to  contractors  were  issued  during  the  year.  To  date,  it  has  been  possible  to  obtain  contractors  to 
carry  out  the  work,  but  there  have  been  periods  of  considerable  difficulty  since  the  building  trade 
is  overloaded  in  this  area,  and  tradesmen  are  clearly  reluctant  to  undertake  jobbing  work  when 
there  is  a  choice  of  new  building  programmes  (joinery  work  is  particularly  difficult).  The  Council 
have  been  very  fortunate  in  the  contractors  who  have  carried  out  maintenance  work  recently, 
but  it  is  felt  that  if  the  building  programme  continues  at  the  current  rate,  the  time  will  come 
when  the  use  of  direct  labour  will  have  to  be  considered — not,  it  must  be  added,  for  reasons  of 
economy,  but  purely  to  ensure  the  regular  maintenance  progiamme. 

The  Council’s  pre-war  houses  are  now  of  such  an  age  that  minor  structural  defects  are 
becoming  apparent,  in  the  shape  of  perished  brickwork  to  outhouses  and  chimneys,  rotten 
windows  and  doors,  etc.,  although  the  standard  of  building  between  the  wars  appears  to  have 
been  quite  good,  and  with  the  exception  of  one  house  at  Hanwood  which  is  shored  up  there 
have  not  been  so  far  any  insurmountable  problems. 

There  is  a  noticeable  change  in  living  habits  amongst  tenants,  very  many  of  whom  choose 
to  cook  partially  or  entirely  by  means  of  electricity,  usually  buying  their  own  cookers.  This 
has  been  reflected  in  the  growing  number  of  applications  from  tenants  for  the  substitution  of 
sitting-room  fireplaces  for  cooking  ranges  in  non-parlour  type  houses. 

Fencing  repairs  are  constantly  required,  more  particularly  in  the  post-war  houses,  where 
hedges  have  not  been  planted  as  frequently  as  pre-war,  and  as  a  long-term  view  it  is  suggested 
that  tenants  could  be  offered  quickthom  plants  for  planting  themselves — this,  it  is  felt,  would 
ultimately  save  much  expense  in  the  renewal  of  fencing  posts. 

One  of  the  more  acute  problems  with  post-war  houses  has  been  the  dampness  in  outhouses 
constructed  in  4^  in.  brickwork  on  several  sites  ;  this  now  seems  to  be  controllable  by  the  use 
of  new  colourless  silicone  preparations  which  are  painted  on  the  exterior  brickwork  and  render 
it  water  repellent. 

In  general,  the  Council  can  be  said  to  be  reasonably  fortunate  in  their  tenants,  very  few  of 
whom  are  classed  as  “  problem  families.”  Many  of  the  tenants  set  a  very  high  standard  indeed, 
and  whenever  possible,  a  word  of  appreciation  is  given  to  these  families.  Unfortunately,  however, 
there  is  a  very  small  number  of  inconsiderate  tenants  who  appear  to  think  that  the  Housing 
Repair  Fund  exists  specifically  for  their  benefit,  and  are  quite  unreasonable  in  their  demands  ; 
in  these  circumstances,  increasing  difficulty  is  experienced  in  maintaining  expenditure  at  the 
level  of  £10  per  house  per  annum. 
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Public  Health  Inspector’s  Visits 

The  following  is  a  summary  of  visits  made  by  the  Inspectors  during  the  year  : — 


Housing  Inspections  and  Maintenance .  1,777 

Nuisances .  138 

Visits  under  Housing  Acts  .  108 

Water  Supplies  .  459 

Drainage  .  221 

Refuse  Collection .  282 

Caravans  .  23 

Pests  Act  .  133 

Infectious  Diseases  .  15 

Food  Premises  .  40 

Milk  Supplies  .  4 

Unsound  Food  .  10 

Inspection  of  Slaughterhouses  .  51 

Smoke  Abatement .  1 

Food  Poisoning  Investigations  .  23 

Verminous  Premises  ...  ...  ...  ...  ...  4 

Keeping  of  Pigs  .  9 

Ice  Cream  Premises  .  28 

Factories  .  5 

Knacker’s  Yards  ...  ...  ...  ...  ...  ...  2 

Petroleum  Regulations  ...  ...  ...  ...  ...  49 

Welfare  .  26 

Diseases  of  Animals  .  5 

Flood  Distress  .  ...  .  4 

Miscellaneous  .  207 


Total  Visits  .  3,624 


Ice  Cream 

There  are  63  retailers  of  ice  cream  in  the  district,  selling  mainly  the  pre-packed  products  of 
the  larger  national  ice  cream  manufacturers.  The  only  local  manufacturer  sold  his  business 
during  the  year  and  the  new  owner  did  not  choose  to  continue  to  make  his  own  product. 

The  elimination  of  smaller  manufacturers  has  led  to  a  tremendous  improvement  in  the 
bacteriological  quality  of  ice  cream,  since  the  larger  manufacturers  have  the  laboratory  facilities 
and  staff  to  ensure  that  their  products  are  of  a  high  standard.  Nine  samples  of  ice  cream,  repre¬ 
sentative  of  the  various  manufacturers,  were  obtained  during  the  year,  and  all  were  in  the  top 
category.  Grade  I. 


Food  Premises 

General  Store  .  80 

Tobacconists  and  Confectioners  only  ...  ...  ...  12 

Public  Houses  .  59 

Butchers’  Shops  .  8 

Bakehouses ...  ...  .  ...  4 

Creameries .  3 

Food  Canning  Factory  .  2 

Chemist’s  Shop  ...  1 

Cafes  (Heather  Brae,  Pontesbury,  Bicton,  Bayston  Hill, 

Halfway  House,  Middletown)  .  6 
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Premises  registered  under  Section  16  of  the  Food  and  Drugs  Act,  1955,  are  as  follows  : — 

Fish  Frying  Premises  .  1 

Ice  Cream  Retailers  .  63 


Unsound  Food 

The  following  articles  of  food  voluntarily  surrendered,  having  been  found  on  examination, 
to  be  unfit  for  human  consumption  ; — 

1 — 10  lb.  tin  Dutch  Ham 
5 — 4  lb.  tins  South  African  Ham 
1 — 16  lb.  Leg  of  Ham 

1 — 12  oz.  tin  Pork  Luncheon  Meat  (Danish) 


Meat  Inspection 

There  was  only  one  licensed  slaughterhouse  in  the  district  at  the  beginning  of  the  year,  and 
early  in  1961  the  Minister  of  Agriculture,  Fisheries  and  Food,  under  the  power  vested  in  him 
by  the  Slaughterhouse  Reports  (Appointed  Day)  Order,  1959,  gave  31st  July,  1961,  as  the  date 
by  which  the  special  requirements  of  the  Slaughterhouse  and  Prevention  of  Cruelty  Regulations 
would  come  into  force. 

As  a  result,  slaughtering  ceased  completely  at  the  end  of  July,  and  the  needs  of  local  butchers 
are  now  served  by  a  Central  Abattoir. 

The  following  is  an  analysis  of  carcases  and  offal  inspected,  and  diseases  found  therein  : — 


Cattle 

Calves 

Sheep 

Pigs 

Number  killed  ... 

49 

- 

176 

10 

Number  inspected 

49 

— 

176 

10 

All  diseases  except  Tuberculosis  and  Cysticerosis 

Whole  carcases  condemned 

— 

- - 

— 

1 

Some  part  or  organ  condemned  ... 

10 

— 

33 

- - 

Percentage  of  carcases  infected 

20% 

— 

18.75% 

10% 

Tubeiculosis  only 

Whole  carcases  condemned... 

- - 

■ - - 

— 

- . 

Some  part  or  organ  condemned  ... 

— 

— 

— 

2 

Percentage  of  carcases  infected 

— 

— 

- ■ 

20% 

Cysticerosis  only 

No.  of  carcases  infected 

— 

— 

— 

— 

Percentage  of  carcases  infected 

— 

— 

— 

— 

D.  H.  CORFIELD 
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CLUN  RURAL  DISTRICT  COUNCIL 


Water  Supplies 

Work  has  continued  on  the  largest  scheme  so  far  attempted  by  the  Council,  namely,  the 
Chirbury,  Marton  and  Bent  Lont  scheme,  which  will  supersede  the  present  unsatisfactory 
supplies  at  Marton,  Chirbury  and  Rorrington,  and  bring  mains  water  to  a  large  area  where 
it  has  not  previously  been  available.  The  Snailbeach  scheme  has  been  brought  into  operation 
and  is  running  smoothly. 

The  Council  now  have  17  piped  suppUes  of  water  in  operation,  serving  12  parishes  or  parts 
of  parishes. 

1.  Clun. — SuppUes  the  town  of  Clun  and  Clun  Green  from  two  sources,  namely,  springs 
for  most  of  the  year  with  a  stand-by  borehole  which  is  used  to  augment  the  supply  for  some 
four  months  in  every  year.  None  of  the  water  is  treated,  and  bacteriological  samples  in  1961 


gave  the  following  results  : — 

B.  Coli  per 

Faecal 

Date 

100  ml. 

Coli 

23/  2/61 

5 

0 

22/  6/61 

13 

0 

16/  9/61 

30 

0 

11/12/61 

25 

Present 

The  water  is  not  plumbo  solvent,  and  quantity  is  adequate. 

2.  Chapel  Lawn  and  Bucknell. — A  spring  source  collected  near  Pentre  is  piped  down  through 
Chapel  Lawn  to  Bucknell  and  a  borehole  in  Bucknell  is  used  during  the  summer  months.  The 
water  is  not  treated,  and  reports  on  samples  taken  were  as  follows  ; — 


B.  Coli  per 

Faecal 

Date 

100  ml. 

Coli 

23/  2/61 

1 

0 

7/  4/61 

1 

0 

15/  9/61 

50 

Present 

20/11/61 

8 

Present 

27/11/61 

1 

0 

The  water  is  adequate  in  quantity. 

3.  Clunbury. — An  old  small  supply  which  came  originally  from  a  spring  on  Clunbury  Hill  ; 
later  a  further  spring  near  to  Shelveswell  was  collected  and  added  to  the  supply.  The  water  is  not 
treated.  The  whole  of  Clunbury  village  is  suppUed.  The  Council’s  proposed  South  East  Area 
Water  Scheme  will  supersede  this  supply.  Results  of  samples  taken  throughout  the  year  are 


as  follows  : — 

Faecal 
Coli 
0 
0 
0 
0 
0 
0 
0 
0 
0 


Date 

B.  Coli  per 
100  ml. 

26/1/61 

.  30 

26/1/61 

.  3 

2/3/61 

.  1 

9/3/61 

.  1 

9/3/61 

.  25 

9/3/61 

.  3 

9/3/61 

.  8 

16/3/61 

.  5 

22/6/61 

.  180 

It  of  water  available  is  only  just  adec 
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4.  Chirbury. — ^An  estate  supply  leased  to  the  Council  which  will  be  returned  to  the  estate 
when  the  new  scheme  is  completed  late  in  1962.  The  source  used  is  a  borehole  which  almost 
went  dry  in  the  autumn  and  had  to  be  cleaned  out  and  plunged.  The  water  is  not  treated.  Chemical 
reports  showed  pollution  of  the  water,  giving  a  high  nitrogen  as  nitrates  content  ;  this  improved 
when  the  cleaning  made  more  water  available.  The  whole  of  the  village  of  Chirbury  is  suppUed, 
and  reports  on  samples  were  as  follows  : — 


Date 

B.  CoU 

Faecal  Coli 

2/8/61 

0 

0 

16/8/61 

0 

0 

17/8/61 

35 

Present 

Five  samples  were  taken  at  different  times  and  sent  for  chemical  analysis.  The  reports  were 
as  follows  : — 

Dates  Taken 

Analysis 

1/8/61 

15/8/61 

11/10/61 

21/11/61 

11/12/61 

Appearance 

• .  . 

Clear 

Clear 

Clear 

Clear 

— 

Odour  . 

Nil 

Nil 

Nil 

Nil 

— 

Reaction  P.H. 

6.1 

6.4 

6.6 

6.8 

6.8 

Total  Solids 

Nitrogen  as  Free 

Saline 

385 

387 

398 

343 

Ammonia  . 

Nitrogen  as  Albuminoid 

0.0 

0.0 

0.0 

0.01 

0.040 

Ammonia 

•  •  • 

0.0 

0.03 

0.03 

0.01 

0.075 

Nitrogen  as  Nitrites 

Negligible 

trace 

Nil 

Nil 

Negligible 

trace 

0.040 

Nitrogen  as  Nitrates 

•  • . 

20 

10 

12 

14 

10.4 

Chlorides  as  Cl 

25 

22 

24 

23 

22 

Oxygen  absorbed  . . . 

» •  • 

0.38 

0.35 

0.36 

0.8 

0.16 

Total  hardness 

238 

243 

234 

233 

242 

Temporary  hardness 

164 

168 

164 

168 

166 

Permanent  hardness 

74 

75 

70 

65 

76 

Alkahnity  . 

164 

168 

164 

168 

166 

Free  Chlorine 

Nil 

Nil 

Nil 

Nil 

— 

Poisonous  Metals  ... 

Nil 

Nil 

Nil 

Nil 

— - 

Potassium  as  K 

4.3 

4.2 

4.0 

4.0 

— 

Anionic  synthetic  detergents 

Nil 

Nil 

Nil 

Nil 

— 

Manganese  as  Mn  . . . 

Less  than  0 

.025  0.025 

0.025 

0.025 

— 

Free  Carbon  Dioxide 

... 

120 

120 

70 

50 

14 

The  Analyst’s  opinion  on  the  first  sample  pointed  out  that  the  high  nitrate  content  renders 
the  water  unsuitable  for  very  young  babies  to  drink  or  to  be  used  in  the  preparation  of  artificial 
food  for  them.  Fortunately  the  level  of  nitrates  then  fell  to  an  acceptable  figure  following  the 
work  carried  out  at  the  borehole. 

5.  Clungunjord. — This  supply  was  installed  in  1950  to  supply  the  whole  of  Clungunford  and 
Aston-on-Clun  villages,  along  with  the  hamlets  of  Broome,  Rdwton  and  Long  Meadow  End  ; 
it  was  later  extended  to  Beambridge,  this  main  forming  part  of  the  ultimate  link  to  Clunbury. 
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The  source  is  a  borehole,  and  the  water  is  not  treated  ;  there  is  a  more  than  adequate  quantity, 
and  the  quahty  is  good,  as  will  be  seen  from  the  following  Hst  of  reports  : — 

Date  B.  Coli  F.  Coli 

1/  3/61  0  0 

22/  3/61  0  0 

21/  6/61  .  0  0 

27/  7/61  1  1 

20/  9/61  0  0 

20/11/61  .  3  0 

A  sample  was  taken  on  July  24th,  1961,  and  sent  for  chemical  analysis  ;  the  report  reads 
(sample  marked  :  Tap  at  3  Clun  Road,  Aston-on-Clun.  Bore  approximately  60  ft.,  24/7/61. 
Weather  dry)  : — 


Analysis 


Appearance 

Odour 

Reaction,  pH 


Clear  and  colourless 
Nil 
6.9 


Parts  per  million 

Total  Solids  . 301 

Nitrogen  as  Free  and  Saline  Ammonia  . . .  0.00 
Nitrogen  as  Albuminoid  Ammonia  ...  0.00 

Nitrogen  as  Nitrites  .  ...  Nil 

Nitrogen  as  Nitrates  .  2.75 

Chlorides  as  Cl  .  1.5 

Oxygen  absorbed  from  Permanganate 

4  hours  at  27°  C .  0.71 

Total  hardness  . 240 

Temporary  hardness  . 200 

Permanent  hardness  .  40.0 

Alkalinity .  ...  .  200 

Free  Chlorine  ...  ...  ...  ...  Nil 

Poisonous  Metals  . Nil 

Potassium  as  K  .  1.6 

Anionic  synthetic  detergents  .  Nil 

Free  Carbon  Dioxide  .  50 


Opinion. — ^The  chemical  condition  of  this  water  is  satisfactory. 


6.  Clunton. — ^This  is  another  old  supply  from  a  spring,  the  amount  is  adequate  but  the  pressure 
due  to  the  height  of  the  spring  and  reservoir  is  low.  The  whole  of  the  village  of  Clunton  is  supplied 
and  the  water  is  not  treated.  Samples  of  this  supply  rarely  give  a  satisfactory  report.  One  was 
taken  on  22/6/61,  showing  90  B.  coli  with  faecal  coli  present. 

7.  Bromlow. — A  very  small  supply  to  five  houses  and  one  public  house.  The  water  is  collected 
from  three  very  small  sources  into  a  storage  tank,  it  is  not  treated  in  any  way,  is  only  just  adequate 
in  quantity,  and  is  of  poor  quality.  One  sample  was  taken  on  20/7/61  showing  25  B.  coli  with 
faecal  coli  present. 


8.  Brockton  (Lydbury  North). — Another  very  small  very  low  pressure  supply  to  the  hamlet 
of  Brockten,  the  untreated  water  being  piped  from  a  well  around  the  houses.  There  is  an  adequate 
supply  of  good  quality  water. 
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9.  Kempton. — Supplying  the  whole  village  of  Kempton  from  two  untreated  sources,  namely, 
a  spring  and  a  standby  borehole  which  is  in  use  every  autumn.  There  is  an  adequate  supply  and 
two  samples  were  reported  on  as  follows  : — 

Date  B.  Coli  Faecal  Coli 

1/  5/61 .  50  0 

2/10/61 .  8  0 

10.  Lydham  and  More. — This  forms  part  of  a  larger  future  scheme,  and  was  carried  out  to 
enable  the  Council  to  build  16  houses  at  Lydham  in  1953.  The  source  is  a  borehole  at  More,  and 
a  pneumatic  booster  set  supphes  the  untreated  water  to  the  hamlet  of  More  and  to  the  sixteen 
houses  at  Lydham.  There  is  ample  water  and  the  quahty  is  good.  Reports  are  as  follows  : — 


Date 

B.  Coli 

Faecal  Coli 

9/  2/61 

1 

0 

8/  5/61 

1 

0 

6/11/61 

0 

0 

11  and  12.  Llanfairwaterdine  and  Mellin-y-Grogue.— These  two  supphes  have  been  coupled 
together  because  the  water  is  obtained  in  bulk  from  the  Knighton  Rural  District  Council  and 
piped  to  the  two  hamlets.  A  sample  taken  on  23/2/61  was  0:0,  and  highly  satisfactory. 

13.  Kinsley  Road,  Knighton. — ^Another  supply  where  the  water  is  obtained  in  bulk,  but  in 
this  case  from  the  Knighton  Urban  District  Council.  The  water  is  piped  to  all  the  properties  in 
Kinsley  Road  and  to  the  Railway  Station.  A  sample  taken  on  23/2/61  was  1 :0,  and  satisfactory. 

14.  Marton. — ^This  supply  is  an  old  estate  supply  leased  to  the  Council.  It  will  pass  out  of 
use  when  the  new  scheme  is  completed  late  in  1962.  The  source  is  from  an  upland  stream,  it  is 
sometimes  inadequate  and  always  poor  in  quality. 

15.  Newcastle. — ^A  relatively  small  village  supply  from  a  spring  and  standby  borehole  ; 
pressure  is  low  due  to  the  height  of  the  reservoir.  The  spring  water  contains  bacteria  which 
attack  iron,  and  the  cast  iron  mains  which  were  installed  about  1903  are  very  corroded  inside. 
The  Council  have  now  changed  over  to  using  only  the  water  from  the  bore  which,  though 
untreated,  is  pure  and  more  than  adequate,  whereas  samples  from  the  spring  rarely  gave  satis¬ 
factory  results.  One  was  taken  on  18/12/61  before  the  change-over,  and  there  were  160  B.  Coli 
with  Faecal  type  present. 


16.  Snailbeach. — The  source  for  this  new  supply  is  a  borehole,  and  the  water  is  chlorinated 
as  it  is  extracted  from  the  bore.  The  area  supphed  includes  Perkins  Beach,  Stiperstones  and  the 
whole  of  Snailbeach  village.  There  is  adequate  water,  but  chemical  reports  show  it  to  be  very 
acid  in  dry  times.  During  the  year  a  series  of  samples  have  been  taken  for  chemical  analysis  to 
determine  the  effect  of  the  acid  water  on  the  copper  pipes,  some  samples  were  taken  in  the  early 
morning  when  the  water  had  stood  in  the  pipes  all  night,  others  later  in  the  day  at  the  same 
point,  and  others  direct  from  the  borehole.  Typical  examples  of  the  results  obtained  are  as 
follows  : — 

Copper  parts 


per  million  pH 

IhjAjhX  7  a.m.  From  house  tap  ...  0.52  6.7 

12  noon  From  house  tap  ...  0.42  6.6 

12  noon  From  bore .  Nil  6.3 
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The  conclusion  reached  was  that  the  water  should  be  treated  at  source  with  soda  ash  to  reduce 
the  acidity,  and  this  will  be  done  in  1962.  During  the  year  sixteen  samples  were  taken  for  bac¬ 
teriological  examination,  and  in  every  case  no  organisms  were  found,  and  the  report  was  highly 
satisfactory. 


17.  Worthen. — This  scheme  supplies  Brockton,  Worthen,  Aston  Rogers  and  Aston  Pigott 
from  untreated  springs,  which  are  collected  some  two  miles  above  Brockton.  The  supply  is 
adequate  in  quantity,  but  there  is  httle  to  spare  in  dry  times,  and  a  small  leak  is  sufficient  to  cause 
concern.  The  quahty  of  the  water  was  found  to  vary  considerably  throughout  the  year  and  no 
fewer  than  twenty-six  samples  were  taken.  Sixteen  were  considered  satisfactory  and  ten  unsatis¬ 
factory.  Work  is  being  carried  out  to  divert  surface  water  from  the  area  of  the  springs. 

A  table  follows  showing  the  number  of  houses  and  the  population  supphed  from  public 
water  mains  in  respect  of  each  parish  in  the  district  : — 

Supplied  Direct  to  House  Supplied  by  Standpipes 


Parish 

Houses 

Population 

Houses 

Population 

Bedstone  . 

Nil 

Nil 

Nil 

Nil 

Bettws-y-Crwyn 

Nil 

Nil. 

Nil 

Nil 

Brompton  and  Rhiston 

Nil 

Nil 

Nil 

Nil 

Bucknell  . 

115 

474 

14 

45 

Chirbury  . 

55 

178 

14 

46 

Clun  . 

290 

942 

7 

23 

Clunbury  . 

114 

470 

3 

11 

Clungunford . 

36 

117 

Nil 

Nil 

Colebatch  . 

Nil 

Nil 

Nil 

Nil 

Edgton  . 

Nil 

Nil 

Nil 

Nil 

Hopesay  . 

83 

270 

Nil 

Nil 

Hopton  Castle 

Nil 

Nil 

Nil 

Nil 

Llanfairwaterdine  . . . 

12 

39 

Nil 

Nil 

Lydbury  North 

10 

33 

6 

20 

Lydham  . 

16 

52 

Nil 

Nil 

Mainstone  . 

Nil 

Nil 

Nil 

Nil 

More 

7 

23 

Nil 

Nil 

Myndtown  . 

Nil 

Nil 

Nil 

Nil 

Norbury  . 

Nil 

Nil 

Nil 

Nil 

Ratlinghope . 

Nil 

Nil 

Nil 

Nil 

Shelve  . 

Nil 

Nil 

Nil 

Nil 

Stowe  . 

35 

114 

Nil 

Nil 

Wentnor  . 

Nil 

Nil 

Nil 

Nil 

Worthen  . 

245 

796 

3 

11 

Refuse  Collection  and  Disposal 

The  service  is  now  running  smoothly  except  that  some  people  still  do  not  co-operate  fully 
with  regard  to  the  type  of  refuse  they  put  into  their  bins.  The  Council  are  considering  making 
by-laws  to  control  this.  Now  that  the  collection  has  been  operating  for  some  three  years,  the 
benefits  are  becoming  obvious  in  that  the  dumps  around  hamlets  and  villages  where  refuse 
used  to  be  thrown  have  not  been  added  to,  and  where  they  have  not  been  removed  they  have 
tended  to  grow  over  and  are  less  conspicuous,  nor  do  they  now  attract  rats  and  flies. 
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Sewage  Disposal 

The  position  with  regard  to  the  major  schemes  at  Clun,  Kinsley  Road  and  Bucknell  has 
changed  but  little  during  the  year  ;  lengthy  negotiations  with  regard  to  the  acquisition  of  land 
at  Clun  were  satisfactorily  concluded,  and  it  is  hoped  that  the  Minister  will  hold  an  enquiry 
early  in  1962.  The  Bucknell  scheme  has  been  prepared  in  outhne.  A  serious  nuisance  was  reported 
from  Bedstone  due  to  the  fact  that  the  sewage  from  the  village  is  discharged  without  treatment 
into  an  open  ditch  which  flows  slowly  across  several  fields.  In  addition  to  the  twenty  houses  in 
the  village,  there  is  a  large  boarding  school  which  now  houses  some  150  boys — the  sewage  from 
the  school  obviously  causes  a  serious  nuisance  in  the  ditch.  The  Council  are  considering  a  joint 
sewerage  scheme  to  include  the  treatment  of  Bedstone’s  sewerage  in  the  new  Bucknell  works. 
The  operation  and  maintenance  of  the  24  small  disposal  works  serving  mainly  Council  houses 
continues  to  present  difficulties,  as  they  were  designed  and  constructed  to  standards  which  were 
considered  adequate  at  the  time  but  are  considerably  below  the  sizes  which  would  be  required 
if  they  were  designed  today.  In  addition  to  the  areas  mentioned  above,  Brockton-Worthen  and 
Worthen  require  sewering  before  any  further  development  of  any  consequence  takes  place. 

Other  smaller  villages  such  as  Aston-on-Clun,  Lydbury  North,  Clunbury,  Clungunford 
and  Clunton  will  all  need  to  be  sewered  at  some  time. 


Public  Health  Inspector’s  Visits 


Housing  Inspections  and  Maintenance  ...  392 

Housing  Apphcations  .  51 

Nuisances  .  13 

Water  Supplies  and  Samples  .  517 

Drainage  Inspections  47 

Refuse  Collection  and  Disposal  .  114 

Moveable  Dwelhngs  49 

Milk  Supplies .  10 

Rodent  Control  .  38 

Meat  and  Food  Inspections  91 

Factories  and  Food  Premises  .  72 

Other  Miscellaneous  Visits .  271 


The  Council’s  policy  of  encouraging  grants  to  improve  houses  resulted  in  the  approval  of 
39  applications  for  Discretionary  Grants  and  16  for  Standard  Grants.  The  work  involved  in 
deaUng  with  these  apphcations  and  inspecting  on  completion  continues  to  form  a  large  part 
of  the  Department’s  works  programme.  The  average  Discretionary  Grant  per  dwelhng  was  £345. 


Rodent  Control 

The  operator  continues  to  be  fully  employed  on  contract  work,  mainly  at  farms.  Complaints 
about  this  service  are  very  few  indeed,  which  seems  to  indicate  that  the  methods  used  are  effective 
in  controlhng  the  rodent  population. 


Inspection  and  Supervision  of  Food  Supplies 

The  two  private  slaughterhouses  in  Clun  were  closed  during  a  large  part  of  the  year  while 
they  were  being  reconstructed  to  modern  standards.  The  meat  during  this  time  was  obtained 
from  the  slaughterhouse  at  Craven  Arms.  Both  slaughterhouses  should  be  open  again  early  in 
1962.  Details  on  inspections  of  meat  before  they  closed  are  as  follows  : — 
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Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep  and 
Lambs 

Pigs 

Number  killed 

84 

_ 

382 

105 

Number  inspected .  . 

81 

— 

— 

368 

98 

All  diseases  except  Tuberculosis  and 
Cystercerci : 

Whole  carcases  condemned 

Carcases  of  which  some  parts  or  organs 
were  condemned 

6 

4 

2 

Percentage  infected  of  number  inspected 

7.4% 

— 

— 

1.1% 

2.04% 

Tuberculosis  only: 

Whole  carcases  condemned  . 

— 

_ 

— 

— 

- - 

Carcases  of  which  some  parts  or  organs 
were  condemned 

1 

2 

Percentage  infected  of  number  inspected 

1.23% 

— 

— 

— 

2.04% 

Cystircercosis : 

Number  of  carcases  infected  . 

_ 

— — 

" 

Housing 

Number  of  Houses  in  District  .  3,098 

Number  of  Houses  owned  by  the  Council  .  257 

Number  of  Houses  completed  in  1961  : — 

Council  Houses  .  Nil 

Private  Houses  .  12 

Number  of  Discretionary  Grants  applied  for  and  granted  ...  ...  39 

Number  of  Standard  Grants  appli^  for  and  granted .  16 

Number  of  Applications  for  Council  Houses  as  at  December  3 1  st,  1 961  113 

Houses  under  construction  as  at  December  31st,  1961  : — 

Private  Houses  .  12 

H.  Bramwell. 
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SECTION  D 


PREVALENCE  OF  AND  CONTROL  OVER  INFECTIOUS  DISEASES 
The  following  cases  of  Infectious  Diseases  were  notified  during  the  year: — 


Infectious  Diseases,  1961 


Disease 

Atcham 

R.D. 

Bishop’s 

Castle 

Church 

Stretton 

Clun 

R.D. 

Total 

Scarlet  Fever 

11 

4 

13 

3 

31 

Measles  ...  . 

504 

48 

34 

196 

782 

Whooping  Cough . 

24 

3 

— 

1 

28 

Pneumonia  ... 

Poliomyelitis : 

13 

— 

4 

2 

19 

Paralytic . 

— 

— 

— 

1 

1 

Non-paralytic 

— 

- . 

— 

— 

— 

Food  Poisoning  . 

2 

— 

- - - 

- - - 

2 

Erysipelas  ... 

- - 

— 

— 

— 

— 

Puerperal  Pyrexia . 

— 

— 

— 

— 

- - 

Dysentery 

8 

— 

— 

— 

8 

Meningococcal  Infection  ... 

- - - 

• - - 

— 

— 

- - - 

Ophthalmia  Neonatorum  ... 
Tuberculosis; 

— 

— 

— 

— 

— 

Pulmonary 

6 

— 

1 

1 

8 

Non-pulmonary . 

1 

— 

- - 

— 

1 

Encephalitis . 

— 

— 

— 

— 

— 

Totals 

569 

55 

52 

204 

880 

The  total  number  of  notifications  of  infectious  diseases  during  the  year  was  880 — 667  more 
than  the  number  notified  in  the  previous  year,  the  biennial  increase  in  the  incidence  of  measles 
being  responsible  for  this. 

No  cases  of  diphtheria  were  notified  in  any  of  the  Districts,  and  only  one  case  of  poliomyelitis 
was  notified.  Children  can  be  immunised  against  diphtheria  and  poliomyelitis,  either  by  the 
family  doctors  or  at  the  Schools  or  Infant  Welfare  Centres  by  the  Medical  Officers  of  the  County 
Health  Department.  The  last  cases  of  diphtheria  notified  in  any  of  the  Districts  were  in  the 
year  1949. 


TUBERCULOSIS 

The  following  were  the  numbers  of  notified  cases  of  tuberculosis  on  the  Registers  for  each 
of  the  Districts  as  at  the  31st  December,  1961  : — 


! 

Pulmonary 

Non-pulmonary 

Total 

j  District 

M. 

F. 

M. 

F. 

M. 

F. 

Atcham  R.D. 

68 

46 

16 

15 

84 

61 

Bishop’s  Castle  ... 

- - 

— 

1 

— 

1 

— 

Church  Stretton  ... 

9 

4 

1 

2 

10 

6 

Clun  R.D. 

17 

11 

5 

4 

22 

15 

Total 

94 

61 

23 

21 

117 

82 
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New  Cases  Notified 


The  following  new  cases  were  notified  during  the  year: — 


Pulmonary 

Non-Pulmonary 

Total 

District 

M. 

F. 

M. 

F. 

M. 

F. 

Atcham  R.D.  ... 

5 

1 

1 

_ 

6 

1 

Bishop’s  Castle  M.B.  ... 

— 

- - 

- - 

■ - 

- - 

Church  Stretton  U.D.... 

1 

- - 

— 

- - - 

1 

- - 

Clun  R.D. 

1 

— 

— 

1 

— 

Totals  ... 

7 

1 

1 

— 

8 

1 

Deaths  and  Death  Rates 

There  was  one  death  attributable  to  respiratory  tuberculosis  in  the  four  Districts  during 
the  year,  giving  a  rate  of  .028  per  thousand  of  the  population  for  the  whole  area. 


CANCER 

The  total  number  of  deaths  from  cancer,  including  leukaemia,  in  the  four  Districts  was  58. 
This  gives  a  death  rate  of  1.65  per  1,000  of  the  population.  In  the  previous  year  the  number  of 
deaths  was  74. 

Of  the  total  deaths  from  this  disease,  7  were  in  the  lungs  or  bronchus  (6  males  and  1  female). 
The  percentage  of  the  cases  in  the  lungs  or  bronchus  was  12.07  per  cent  (in  1960  it  was  9.46 
per  cent). 

The  following  are  the  figures  showing  the  number  of  deaths  from  all  forms  of  cancer  (including 
leukaemia)  and  the  death  rates  in  each  of  the  Districts: — 


Death  Rates 

Deaths 

per  1,000  of 

District 

M. 

F. 

the  population 

Atcham  R.D. 

25 

13 

1.68 

Bishop’s  Castle  M.B. 

2 

— 

1.64 

Church  Stretton  U.D.  ... 

2 

1 

1.11 

Clun  R.D. 

8 

7 

1.76 

South  West  Salop 

37 

21 

1.65 

In  the  County  of  Salop  as  a  whole,  deaths  from  cancer,  including  leukaemia,  numbered  557, 
giving  a  rate  of  1.844  per  1,000  of  the  population. 
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APPENDIX  I 


CAUSES  OF  DEATH 


Causes  of  Death 

Atcham 

R.D. 

Bishop’s 

Castle 

M.B. 

Church 

Stretton 

U.D. 

I 

1  Clun 
i  R.D. 

Total 

1.  Tuberculosis — respiratory  ... 

_ 

1 

1 

2.  Tuberculosis — other 

_ 

_ 

_ 

- - 

— 

3.  Syphilitic  Disease . 

1 

_ 

_ 

— 

1 

4.  Diphtheria 

,  ,  ,  ,  ,  ,  ,  ,  ,  ,  .  ,  .  ,  , 

— 

— 

— 

— 

— 

5.  Whooping  Cough . 

— 

— 

— 

- - 

— 

6.  Meningococcal  Infection 

1 

— 

— 

— 

1 

7.  Acute  Poliomyelitis... 

— 

— 

— 

— 

— 

8.  Measles 

... 

— 

— 

— 

— 

-  ! 

9.  Other  Infective  and  Parasitic  Diseases  ... 

— 

_ 

— 

— 

— 

10. 

Stomach 

4 

1 

— 

1 

6  ' 

11.  Malignant 

Lung,  Bronchus 

6 

— 

— 

1 

7 

12.  Neoplasm 

Breast ... 

2 

— 

— 

2 

4 

13. 

Uterus 

1 

— 

— 

1 

2 

14. 

.  Other  Malignant  &  Lymphatic 
Neoplasms 

25 

1 

3 

9 

38  , 

15.  Leukaemia,  Aleukaeinia . 

- - 

— 

— 

1 

1 

16.  Diabetes 

— 

— 

— 

— 

— 

17.  Vascular  Lesions  of  Nervous  System 

34 

10 

9 

10 

63 

18.  Coronary  Disease,  Angina 

40 

8 

10 

17 

75  i 

19.  Hypertension  with  Heart  Disease... 

3 

- - 

1 

2 

6 

20.  Other  Heart  Disease 

34 

6 

9 

25 

74 

21.  Other  Circulatory  Diseases 

6 

— 

2 

3 

11  ! 

22.  Influenza 

... 

10 

— 

1 

2 

13 

23.  Pneumonia 

12 

— 

— 

2 

14  i 

24.  Bronchitis 

8 

1 

— 

— 

9  1 

25.  Other  Diseases  of  Respiratory  System  ... 

4 

— 

— 

— 

4 

26.  Ulcer  of  Stomach  and  Duodenum 

2 

— 

— 

2 

4  1 

27.  Gastritis,  Enteritis  and  Diarrhoea 

1 

1 

— 

2 

4  1 

28.  Nephritis  and  Nephrcsis  ... 

1 

- - 

- - 

2 

3 

29.  Hyperplasia  of  prostate  . 

1 

• - 

- - 

1 

2 

30.  Pregnancy,  Childbirth  and  Abortion 

2 

— 

- - 

— 

2 

31.  Congenital  Malformations  . 

3 

1 

- - 

— 

4 

32.  Other  Defined  and  Ill-defined  Diseases... 

24 

5 

4 

8 

41 

33.  Motor  Vehicle  accidents  ... 

5 

— 

2 

1 

8 

34.  All  other  accidents  ... 

5 

- - 

— 

3 

8 

35.  Suicide 

... 

3 

- - - 

— 

— 

3 

36.  Homicide  and  operations  of  war  ... 

— 

■ - 

— 

- - 

— 

A1 

Causes 

238 

34 

41 

96 

409 

The  total  number  of  deaths  was  19  less  than  in  the  previous  year,  and  the  crude  death-rate 
was  11.65  per  1,000  of  the  population.  The  corrected  death-rate  for  each  of  the  Districts  is 
given  in  the  table  at  the  beginning  of  the  Report. 

The  three  chief  causes  of  death  were  as  in  previous  years.  Heart  and  Circulatory  diseases. 
Vascular  diseases  of  the  nervous  system  and  Malignant  diseases. 

There  was  one  death  from  tuberculosis. 

There  were  8  deaths  from  motor  vehicle  accidents  and  also  8  deaths  from  other  accidents. 

It  will  be  noticed  also  that  there  were  no  deaths  from  the  infectious  diseases  (diphtheria, 
measles,  whooping  cough  and  scarlet  fever),  which  used  to  be  the  cause  of  death  among  young 
children,  and  there  have  been  no  deaths  from  poliomyelitis. 
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APPENDIX  n 


FACTORIES  ACTS,  1937  AND  1948 
BOROUGH  OF  BISHOP’S  CASTLE 


Number 

on 

Register 

Number  of 

Premises 

Inspections 

Defects 

found 

Defects 

remedied 

Factories  in  which  Sections  1,  2,  3,  4  and  6  are  to 
be  enforced  by  Local  Authorities  . 

14 

28 

Factories  in  which  Section  7  is  enforced  by  the 
Local  Authority . 

Other  premises  in  which  Section  7  is  enforced  by 
the  Local  Authority 

— 

— 

— 

— 

Totals 

14 

28 

- - 

— 

Outworkers. — No  lists  received  and  none  sent  out. 


URBAN  DISTRICT  OF  CHURCH  STRETTON 


Number 

on 

Register 

Number  of 

Premises 

Inspections 

Written 

notices 

Occupiers 

prosecuted 

Factories  in  which  Sections  1,  2,  3,  4  and  6  are  to 
be  enforced  by  Local  Authorities 

2 

Factories  not  included,  in  which  Section  7  is 
enforced  bv  the  Local  Authority  . 

18 

4 

Other  premises  in  which  Section  7  is  enforced  by 
the  Local  Authority  . 

— 

— 

— 

— 

Total 

20 

4 

— 

RURAL  DISTRICT  OF  ATCHAM 


Number 

on 

Register 

Number  of 

Premises 

Inspections 

Written 

notices 

Occupiers 

prosecuted 

Factories  in  which  Sections  1,2,  3,  4  and  6  are  to 
be  enforced  by  Local  Authorities  . 

9 

_ 

Factories  not  included,  in  which  Section  7  is 
enforced  by  the  Local  Authority  . 

81 

15 

_ 

_ 

Other  premises  in  which  Section  7  is  enforced  by 
the  Local  Authority  ...  . 

15 

4 

— 

. 

Total  .  . 

105 

19 

— 

— 
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Number  of  cases  in  which  defects  were  found 

Number  of 

Particulars 

Found 

Remedied 

Refe 

To  H.M. 
Inspector 

rred 

By  H.M. 
Inspector 

which 
prosecu¬ 
tions  were 
instituted 

Want  of  cleanliness  (S.l)  . 

. 

- 

_ 

_ 

_ 

Overcrowding  (S.2) 

— 

— 

— 

— 

— 

Unreasonable  temperature  (S.3) 

- - 

— 

— 

— 

- - 

Inadequate  ventilation  (S.4)  . 

— 

— 

— 

— 

— 

Ineffective  drainage  of  floors  (S.6)  ... 

1 

1 

— 

— 

- - - 

Sanitary  Conveniences  (S.7) ; 

(«)  Insufficient  . 

1 

1 

— 

— 

— 

(h)  Unsuitable  or  defective . 

2 

2 

— 

— 

— 

(r)  Not  separate  for  sexes . 

— 

— - 

— 

— 

- ■ 

Other  offences  against  the  Act  (not 
including  offences  relating  to  Out- 

1 

work)  . 

— 

— 

— 

— 

- - - 

Total 

1 

4 

4 

— 

— 

_  I 

RURAL  DISTRICT  OF  CLUN 


Number 

on 

Register 

Number  of 

Premises 

Inspections 

Written 

notices 

Occupiers 

prosecuted 

Factories  in  which  Sections  1,  2,  3,  4  and  6  are  to 
be  enforced  by  Local  Authorities 

8 

17 

Factories  not  included,  in  which  Section  7  is 
enforced  by  the  Local  Authority 

19 

28 

_ 

_ 

Other  premises  in  which  Section  7  is  enforced  by 
the  Local  Authority  . 

— 

— 

— 

— 

Total  ...  . 

27 

45 

— 

— 

Cases  in  which  defects  were  found: — 


Number  of  cases  in  which  defects  were  found 

Number  of 
cases  in 
which 
prosecu¬ 
tions  were 
instituted 

Particulars 

Found 

Remedied 

Refe 

To  H.M. 
Inspector 

rred 

By  H.M. 
Inspector 

Want  of  cleanliness  (S.l) 

4 

4 

_ 

_ 

_ 

Overcrowding  (S.2)  ...  . 

— 

— 

— 

— 

— 

Unreasonable  temperature  (S.3) 

— 

— 

- - 

- - - 

— 

Inadequate  ventilation  (S.4)  . 

— 

_ 

- - 

— 

— 

Ineffective  drainage  of  floors  (S.6) 

- - - 

— 

— 

— 

Sanitary  Conveniences  (S.7) : 

(a)  Insufficient 

1 

I 

— 

1 

— 

(h)  Unsuitable  or  defective . 

_ 

— 

— 

— 

— 

(c)  Not  separate  for  sexes . 

- - 

— 

— 

_ 

- - - 

Other  offences  against  the  Act  (not 
including  offences  relating  to  Out- 

work)  . 

— 

— 

— 

_ 

— 

Total 

5 

5 

— 

1 

— 
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